CALL FOR FIRE 

Observer AF/FFE/IS/S 

Grid: 

Polar:Dir Dis U/D 


Shift 


: Dir 


L/R 


+/- 


FIRE ORDER 


INITIAL FIRE COMMANDS 


FM 


MF 


Sp Instr 


Sh 


MTO 


Tgt 

Location 

Priority 

n/ 

Firing 

Unit 


Dir, MF 
Sh, Fz 

Dev 

Rg 

HOB 

Corr 

MF, Sh, 
Chg, Fz 

FS 

Corr 

Ti 



















































































































Btry 


DTG 


DA FORM 4504, 1 OCT 1978 


Tgt 

REPLACES DA FORM 4504, 1 


RECORD OF FIRE 



Replot Grid 


1976, WHICH IS OBSOLETE 


Replot Alt 


FOR USE OF THIS FORM, SEE FM 6-40; 
THE PROPONENT AGENCY IS TRADOC 


APD LCvl.OO 







